68      DOCKETED ITEMS

9203100123 Forwards insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224.Viola-
tion noted but not cited.

BLOUGH.A.R. Region 1 (Post 820201). 92/03/02. SMITH.D.M. Philadelphia Electric
Co. 3pp. 60844:151-60844:172.

-9203100131 Insp repts 50-277/92-04 & 50-278/92-04 on 920121-0224. Violations
noted    but    not    cited.Major    areas    inspected:    operational    safety.radiation
protection.physical security, control room activitiesjicensee events.
DOERFLEIN.LT. Region 1 (Post 820201). 92/02/28. 20pp. 60844:154-60844:172.

9203190126 Advises that NRC in process of conducting operational safeguards re-
sponse evaluations (OSRE) at plant during wk of 920413-1 e.Program will evaluate
readiness of licensee onsite security forces to respond to external threat.
MARTIN.T.T. Region 1 (Post 820201). 92/03/10. SMITH.D.M. Philadelphia Electric
Co. 4pp. 60959:345-60959:348.

9203270129 Advises that Emergency Response Data Sys Implementation Plan in util
911206 Itr acceptable. Requests clarification on plan for telephone line installation by
AT&T described in Generic Ltr 91-14.Notes need for coordination w/Halliburton Corp.
MILLER.C.L Project Directorate I-2. 92/03/19. BECK.G.J. Philadelphia Electric Co.
5pp. 61166:076-61166:080.

H. General correspondence

9202200182 Responds to 920121 Itr forwarding constituent inquiry re problems in ob-
taining results of Sept 1991 appeal to PECO re denial of unescorted access to
facility.On 920128.PECO informed NRC that decision to be made in near future.
TAYLOR.J.M. Ofc of the Executive Director for Operations. 92/02/12. MIKULSKI.BA
Senate. 1 p. 60979:302-60979:310.

-9202200195 Responds to 910911 Itr requesting'NRC assistance in assuring fairness in
licensee handling of appeal of its decision to deny access to plantDiscussions re
case held w/PECO personnel on 911030-31,PECO will convey decision when made.
MCKEE.P.F. Reactor Safeguards Branch. 91/11/13. SMIDT.F. Affiliation Not As-
signed. 1p. 60979:303-60979:303.

-9202200198 Forwards correspondence from constituent^ Smidt re matter concerning
agency.Requests review & written response.

MIKULSKI.B.A. Senate. 92/01/21. RATHBUN.D. Office of Congressional Affairs (Post
911117). 4pp. 60979:304-60979:310.

J. Insurance & indemnity information

9203190340 Submits property insurance coverage available for facility. Insurance info
required to be reported to NRC on Apr of each yr.

BECK.G.J. Philadelphia Electric Co. 92/03/09. Document Control Branch (Document
Control Desk). 2pp. 61060:318-61060:319.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020144 Responds to NRC 911216 request for addl info re nuclear review board
chairman & shift supervisors including rationale for maintaining mix of degreed & non-
degreed shift managers.

SMITH.D.M. Philadelphia Electric Co. 92/02/20. Document Control Branch (Document
Control Desk). 5pp. 60789:305-60789:309.

9203020161 Forwards revs to two previously approved Relief Requests GPRR-1 re
measurement of vibration amplitude displacement quarterly & GPRR-2 re measure-
ment of bearing temp annually per inservice testing program.

BECK,GJ. Philadelphia Electric Co. 92/02/20. Document Control Branch (Document
Control Desk). 6pp. 60792:079-60792:084.

9203020141 Forwards responses to Generic Ltr 88-14, "Instrument Air Supply Sys Prob-
lems Affecting Safety-Related Equipment."

BECK.GJ. Philadelphia Electric Co. 92/02/24. Document Control Branch (Document
Control Desk). 13pp. 60767:221-60767:233.

9203050226 Forwards amends 166 & 170 to licenses DPR-44 & DPR-56, respectively &
safety evaluation.Amends revise Tech Spec definition of surveillance frequency.
SHEA.J.W. Project Directorate 1-2. 92/02/25. BECK.G.J. Philadelphia Electric Co. 4pp.
60839:179-60839:194.

-9203050232 Amends 166 & 170 to licenses DPR-44 & DPR-56,respectively, revising
Tech Spec definition of surveillance frequency.
MILLER.C.L Project Directorate 1-2. 92/02/25. 4pp. 60839:183-60839:190.

-9203050235 Safety evaluation supporting amends 166 & 170 to licenses DPR-44 &
DPR-56,respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/25. 4pp.
60839:191-60839:194.

9203060104 Ack receipt of 920220 Itr responding to NRC concerns re plans to modify
staffing of nuclear review board & facility shift manager positions.NRC concerns on
both issues satisfied

MILLER.C.L Project Directorate f-2. 92/03/03. SMITH.D. Philadelphia Electric Co.
3pp. 60839:107-60839:109.

9203240083 Notification of significant licensee meeting 92-35 w/util on 920313 to dis-
cuss integrated performance assessment team exit.

DOERFLEIN.LTT Region 1 (Post 820201). 92/03/05. Region 1 (Post 820201). 3pp.
61053:314-61053:316.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130185 Notification of 920318 meeting w/util in Rockville.MD to discuss mgt
issues.

CLARK.RJ. Project Directorate I-2. 92/03/09. MILLER.C.L. Project Directorate I-2.
4pp. 60911:341-60911:344.

9203180059 Forwards Rev 0 to "Core Operating Limits Rept for Peach Bottom Atomic
Power Station Unit 3,Reload S.Cycle 9."

BECKtGJ. Philadelphia Electric Co. 92/03/09. Document Control Branch (Document
Control Desk). 1p. 60977:117-60977:137.

-9203180071 Rev 0 to "Core Operating Limits Rept for Peach Bottom Atomic Power
Station Unit S.Reload S.Cycle 9."

MARABELLA.LA. OLSON.A.M., CARMODY.J.M. Philadelphia Electric Co. 91/12/12.
20pp. 60977:118-60977:137.

9203190224 Notification of relocation of forthcoming meeting w/util in Rockville.MD on
920318 to discuss mgt issues.

CLARK.R.J.    Project    Directorate    I-2.    92/03/12.     MURLEY.T.,     MIRAGLIA.F.,
RUSSELL,W. NRC - No Detailed Affiliation Given. 5pp. 60971:248-60971:252.

9203240092 Notification of significant licensee meeting 92-40 w/util on 920317 to dis-
cuss various facility issues.

DOERFLEIN.LT. Region 1 (Post 820201). 92/03/12. Region 1  (Post 820201). 3pp.
61053:328-61053:330.

9203230120 Suppls 891228 response to Generic Ltr 89-10, "Safety-Related Motor Op-
erated Valve Testing & Surveillance." Program for delineating criteria for selecting
valves to be tested & describing selection of test conditions encl.
HELWIG.D.R. Philadelphia Electric Co. 92/03/16. Document Control Branch (Docu-
ment Control Desk). 11pp. 61062:217-61062:227.

9203230215 Forwards "Peach Bottom Atomic Power Station.Unit 3 Reactor Contain-
ment Bldg Integrated Leak Rate Test Rept."

MILLER.D.B. Philadelphia Electric Co. 92/03/18. Document Control Branch (Docu-
ment Control Desk). 1 p. 61102:255-61102:255.

-9203230218 "Peach Bottom Atomic Power Station.Unit 3 Reactor Containment Bldg
Integrated Leak Rate Test Rept."
" General Physics Corp. 91/12/24. 225pp. 61102:256-61103:093.

Q, Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181 -60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9203040034 Ack receipt of 920124 Itr responding to 911127 Itr re failure to perform
adequate initial & independent verification of emergency svc water valve position.
BLOUGH.A.R. Region 1 (Post 820201). 92/02/25. MILLER.D.B. Philadelphia Electric
Co. 3pp. 60767:054-60767:062.

9202190371 NRC Info Notice 92-017. "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203030435 Notification of contract execution,task order 30,to "Nuclear Power Reactor
Operations,Mod & Maint Insp Svcs." Contractor:Parameter,lnc.
DUBOSE.BJ. Division of Contracts & Property Management (Post 890205). FIN L-
1343-2. 92/02/28. SCHWINK.W.S. Planning. Program & Management Support Branch
(Post 870411). 1 p. 60773:099-60773:106,

-9203030440 Ltr contract NRC-03-89-027,authorizing commencement of work on task
order 30, "Integrated Performance Assessment Team Insp - Peach Bottom," under
contract.

SCOTT.M.L. Contract Administration Branch 1 (Post 900603). FIN L-1343. 92/02/14.
LOFY.RA PARAMETER, inc. 7pp. 60773:100-60773:106.cument Con-
